CHEYENNE ARMS 
AAA Motel - Air Conditioned 
Free Parking Lot - Quiet Location 
Walking distance to main shopping center 
and theaters. 

Rooms or Apt. by day, week or month. 
Phones 54-8455 and 2-3097 
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1210 South Cheyenne, U. S. Highway 66, Tulsa, Oklahoma 





























